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The Honorable Joel !3?. Brovfalli 
U* S. House of Representatives 
Washington 25, 0. C. 

Dear Mr. RroyMll: 
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This is in reference to your interest in the application 

for aaplosMont vith this Agency. 


Although | application was carefully con- 

sidered, I regret to say that xm do not have a suitable va- 
cancy for him at this time. His application, is being Kept 
ia our active file, h owever, and vc s hall contact Mm should 


the situation change. t ans teen Informed of 
these fact© ia a letter from our Personnel Office, dated 
7 April 1954. 

Tour interest in the Central Intelligence Agency is 
greatly appreciated. 
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Sincerely. 


Allen W. Dulles 
Director 
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Representative Joel T. Broyhill (R., Va.) 
Committees: 

District of Columbia 

Post Office and Civil Service 
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